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Message Text 


LIMITED OFFICIAL USE FRANKFURT 3239 

GENEVA FOR RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: ALARM INSTALLATION - AMBASSADOR EARLE'S RESIDENCE 

REF: GENEVA 5742 

INTALLATION OF ALARM SYSTEM AT AMBASSADOR EARLE’S RESIDENCE HAS BEEN 
SCHEDULED FOR WEEK OF MAY 8, 1978. REQUEST POST ADVISE IF PROPOSED 
TIMING CONVENIENT.LEHMANN 
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